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oy REED 
MICROMETERS 


Reed Micrometers are again available with lock- 


nut and ratchet. For a number of years we were 
able to produce only the plain micrometers as 
illustrated inside this folder. 


We are listing herewith prices of our Reed 
Micrometers in both the plain type illustrated in 
the literature and in the locknut ratchet type, 


which is not shown. 


Reed Micrometers of all the following types and 


\ ; . 
\ 


sizes are now in stock for immediate delivery. 
Why not use this price list as your order blank 
and mail today. 
Reed Micrometer No. 801 plain 1” _. $6.25 [] Reed Micrometer No. 804 plain 4”... 8.50 [] 
Reed Micrometer No. 801 7 Reed Micrometer No: 904 
with locknut ratchet pore 775° (] with locknut ratchet mnmiteonnal SOO [| 
Reed Micrometer No. 901 plain 1 8.50 Reed Micrometer No. 805 plain 5” 0... 9.25 [J 
en anerorn eae No. 701 = Reed Micrometer No. 805 
with locknut ratchet... 10.00 [| with locknnt eatchel 10.75 
Reed Micrometer No. 802 plain 2” . 7.00 [] Bee ees er hangs ae See ee = 
Reed Micrometer No. 802 Reed Micrometer No. 806 plain 6” . 10.00 [_ 
with locknut ratchet mommies, (O00 [_] Reed Micrometer No. 806 7 
Reed Micrometer No. 803 plain 3” wus FLO |] with locknut ratchet ........ mm teaO iid 
Reed Micrometer No. 803 
with locknut ratchet 925 [] Above prices subject to 10% discount. 
Please ship micrometers checkéd above to the following:— 
We enclose money-order [| Company purchase order herewith [_| Ship C.O.D. [] 
0, _——, Se a ee Ee ee eerste tates toate 
OO ke STATE 


